James Cooper was born in his father's house at Turling-
ton^ New Jersey^ September 75, 1789. His name was
changed to James Fenimore-Cooper by an act of the
Legislature of the state of New York in the year 1826.
His father was Judge William Cooper of Cooperstown,
and his mother was Elizabeth Fenimore, daughter of
Richard Fenimore of Rancocas, New Jersey.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